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3 February 1960 
MEMORANDUM FOR : Personnel Officer, DED 
SUBJECT + USAF Medical Technician fox 


I ecsntes the untersignsa that the assignunt to 
MEM cc! 5 UGAF medical technician should be expedited. [MIs providing 
interim medical service at [RY vet this service ts rather costly. 
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